To:  Bernier,  Roberto[bernier.roberto@epa.gov];  Rinehart,  Jon[rinehart.jon@epa.gov];  McCasland, 

Mark[McCasland. Mark@epa.gov];  Bryant  Smalley[Smalley. Bryant@epa.gov] 

From:  Hayes,  Mark 

Sent:  Fri  8/14/2015  9:47:54  PM 

Subject:  FW:  Contact  List  EPA  on  site  today 
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Fyi 


From:  Good,  Gena  [mailto:G.Good@WestonSolutions.com] 

Sent:  Friday,  August  14,  2015  3:25  PM 
To:  Hayes,  Mark 

Cc:  Good,  Gena;  Latham,  Benjamin;  Ojeda,  Jose;  Torres,  Michael 
Subject:  Contact  List  EPA  on  site  today 


Hi  Mark, 

Ben  said  you  were  looking  for  this.  We  do  not  have  our  scanner  set  up  yet  but  I took  a picture 
and  emailed  myself.  I will  be  entering  this  into  an  excel  sheet  and  will  send  to  everyone.  I just 
wanted  to  get  this  to  you  per  request  as  soon  as  possible.  Please  let  me  know  if  you  cannot 
read  this. 


Mike/Jose, 

This  was  the  list  we  discussed 


Gena  Good 

Weston  Solutions,  Inc. 

Gold  King  Mine  Blowout  Response 

Planning  Section 
1210  Hutton  Ave 
Farmington,  NM  87401 
603-661-6243  (cell) 
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From:  qoodqena33@qmail.com  f mailto:qoodqena33@qmail.com1 

Sent:  Friday,  August  14,  2015  4:17  PM 
To:  Good,  Gena 

Subject: 


Sent  from  my  Verizon  4G  LTE  Smartphone 

CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited.  If  you 
received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete  this  email  from 
your  system.  Thank  you. 
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